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AMEMBASSY LONDON 

CONFIDENTIAL LENINGRAD 0318 

EO 11652: XGDS-2 
TAGS: ABLD, ACOM, ASEC 

SUBJECT: LENINGRAD OFFICE BUILDING POWER SHITCH ROOM 
BONN FOR RCO, FRANKFURT FOR RTC, RSS, RTO, LONDON FOR ATO 
REF: LENINGRAD 234, STATE 59460 AND 45797 

1. INSTRUCTIONS FOR BUILDING POWER SWITCH ROOM URGENTLY REQUIRED. 
ESTIMATED POWER CUT OVER NECESSARY LATEST MAY 17. 

2. DEPT REPS RAPIER, MCGRATH AND MCCAY, LONDON ATO HARDCASTLE 

AND CECS MCFARLAND ARE ALL AWARE OF PROBLEMS AND PRESENT CONDITION 
OF SWITCHING CIRCUITS. 

3. WE CAN ONLY COMPLETE INTERNAL WIRING OF FOURTH, FIFTH AND 

SIXTH FLOOR PLUS GENERATOR ROOMS. WE CANNOT COMPLETE INTERCONNECT 
OF CIRCUITS FROM GENERATOR ROOMS TO BUILDING POWER ROOM WITHOUT 
THESE INSTRUCTIONS. 

4. IT IS ALSO POSSIBLE THAT A CHANGE OR REPLACEMENT OF 
SOVIET SWITCH EQUIPMENT MAYBE NECESSARY DEPENDING UPON 
DESIRED SYSTEM INSTALLED. 

5. ADVISE ASAP. 
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